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To Our Friends: 





















































































Many of our old time customers will 


F SUPPLY Co ie recall the early home of the Stockhoff 
JPPLY VO. 


Supply Co., then located at 413 N. 12th 
St., St. Louis, and shown here in a 
picture taken in 1892. 


a ie ec eer a ee 


It was under the careful manage- 
ment of Mr. Theodore A. Stockhoff, 
with his honest and straight forward 
business policy, his aggressive nature 
and close attention to business, that this 
company grew and prospered until it 
has gained and held an enviable position 
in its respective field. 

















The policy of the present management has 
been and always will be, to continue the prin- 
ciples of fair dealing that were so successfully 
followed by Mr. Stockhoff. 


We realize that we must merit your patron- 
age by giving you good service and prices as 
low as consistent with the quality of goods 
sold. Therefore, we have from time to time 
increased our facilities for handling our grow- 
ing business, while our buying power makes 
it possible for us to give you the best the mar- 
ket affords for the money. 














We have assembled under one roof on the 
five floors (including basement) of our build- 
ing, a complete line of furnaces, furnace 
fittings and supplies, making it possible for 
you to order from our stock everything neces- 
sary for a complete furnace installation or a 
small repair job. You will find this a great 
satisfaction as it will save you much valuable 
time as well as considerable money. 


We want our friends to know more about 
us and to realize how well we can serve them 
and it is for this purpose that we present — 
this’catalogue, and we hope that through OER RSE: 
these pages which show the principal items 
in our stock, we can make it easier for you 
to order your requirements. 
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How Greater Air Capacity and Additional Strength is 6 
Obtained in Hart & Cooley Floor Registers and Faces 





The illustration to the right shows 
the method of pinching together the 
lower sides of the arches on the fret 
work of H & C register faces, thus en- 
larging the size of each opening 25% 
and increasing the free air capacity 
and strength of the registers without 
decreasing the amount of material 
used. 
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The square hole design is furnished in all sizes up to and including 14-inch width. Larger sizes 
have oblong holes. 
List of sizes and prices on page 5 


FOR DISCOUNTS SEE CURRENT PRICE SHEET 
sash i 
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While we do not attempt to carry in stock all sizes listed below, 
we carry a larger variety of sizes than most dealers. 
furnished quickly from the factory or Chicago wareh 


List Prices of Registers, Faces and Borders 


ouse. 





our stock of Popular sizes is very complete, in fact 
Sizes not in stock and sizes manufactured but not listed below, 
Send us your inquiries. 




















Size of White ed Plated Brass, Bronze 
Opening Black Japanned Jevanned Oxidized Copper or Nickel 
Register Face Border |Register Face |Register Face Border Register Face Border 
4x6 $1.40 $0.55 $ 1.15 Pb 708 58) 85.4; $2.00 7S B05 S75 98.20 7-8 1.35 S2.10 
4x8 1.50 -60 1.15 1.80 -90 2.20 1.30 1.85 2.40 1.50 Oe Ne’ 
4x10 1.55 ey 1.15 1.90 1.10 2.40 1.60 2.00 2.60 1.80 2.40 
4x12 1.80 95 1.35 2.20 1.35 2.80 2.15 2.95 3:10 2.45 3.00 
6x8 T.55 1.00 1.13 1.85 1.30 2.80 2.25 2.40 3.10 2.50 3.00 
6x10 1.60 1.05 1.20 1.95 1.40 3.00 2.45 2.60 3.50 2.95 3.60 
6x12 1.85 1.25 1.45 2.25 1.60 3.50 2.90 3.10 4.20 3.60 4.10 
6x14 2.85 1.65 1.90 3.45 2.10 4.95 B75 4.00 Ss%5 4.50 5.30 
8x8 1.60 1.05 1.20 1.95 1.40 3.00 2.45 2.60 3.70 3:15 3.65 
8x10 1.65 1.10 1.25 2.00 1.45 3.15 2.60 2.75 3.85 3.30 3.90 
8x12 1.90 1.30 1.50 2.30 1.70 3.65 3.05 o,20 4.40 3.75 4.40 
8x14 3.00 2.00 2.00 3.60 2.60 5.10 3.95 3.95 6.20 5.10 5.60 
9x12 2.10 1.45 1.65 2555 1.90 4.00 a.o0 a200 5.10 4.45 5.00 
9x14 3.10 2.15 2.15 3.70 275 5.20 4.25 4.25 6.50 5.50 5.95 
10x10 2.35 1.65 1.70 2.85 255 4.35 3.65 3.70 OH Gs 4.65 5.20 
10x12 2.40 1.70 5 Bae ds) 2.90 2.20 4.40 3.70 3.75 5.50 4.80 5.35 
10x14 3.15 2.20 2.20 3.80 2.85 9.25 4.30 4.30 6.55 5.60 6.00 
10x16 4.85 2.95 2.95 5.85 3.95 7.20 5.30 5.30 8.60 6.70 7.20 
10x18 6.70 3.70 3.70 8.05 5.05 9.45 6.45 6.45 11.00 8.00 8.55 
10x20 8.90 4.35 4.35 10.50 oko 12.00 7.50 7.50 13.80 9:30 -: 9.80 
12x12 4.00 2.70 2.70 4.80 3.50 6.35 5.05 5.05 7.90 6.60 7.10 
12x14 4.35 2.80 2.80 S25 3.65 6.85 5.35 DiS. 8.25 6.75 7.35 
12x15 4.50 2.90 2.90 5.40 3.80 7.00 5.40 5.40 8.50 6.90 7.60 
12x16 5.60 3.50 3.50 6.70 4.60 8.25 6.15 6:15 9.75 7.65 8.25 
12x18 6.80 3.90 3.90 8.15 5.25 9.55 6.65 6.65 | 11.25 8.35 9.00 
12x20 9.00 4.50 4.50 10.80 6.30 12.20 7.60 7.60 14.10 9.50 9.90 
12x24 $2595 5.50 5.50 13.50 6.75 16.30 9.55 9.55 18,60 12.10 — 12/25 
12x30 20.00 8.20 8.20 22.00 10.20 26.00 14.20 14.20 29.00 18.00 17.00 
14x14 7.90 4.05 4.05 9.45 5.60 11.00 7.15 715 14.30 9.60 10.00 
14x16 8.50 4.30 4.30 10.20 6.00 11.50 7.30 7.30 16.50 14.00 °11,00 
14x18 9.00 4.50 4.50 10.80 6.30 12.00 7.50 7.50 18.50: -£2500..19.15 
14x20 9.50 4.80 4.80 71525 6.40 13.00 8.50 8.50 20.50 13.00 12.75 
14x22 10.50 5.00 5.00 12.00 6.50 14.50 9.00 9.00 22.50 14.50 13.50 
14x24 14.90 6.90 6.90 16.40 8.40 19:50 501.502) S11, 50 26.00 16.50 15.00 
16x16 11.00 5.10 5.10 12.20 6.20 15.00 9.10 9.10 19.75): -12.80°-'2 12.50 
16x18 12.00 5.30 5.30 13.20 6.50 16.20 9.50 9.50 22.25 14.25 13.25 
16x20 12:35 6.10 6.10 13.60 7.35 16.55 10.30 10.30 24.60 16.00 14.00 
16x24 15.00 7.00 7.00 16.50 8.50 20.00 12.00 12.00 29.60 19.25 17.10 
16x28 24.60 10.00 10.00 27.05 12.45 30.80 16.20 16.20 35.00 22.75 18.80 
16x30 27.90 11.00 11.00 30.70 13.80 35.00 18.25 18.25 37.50 25.00 21.60 
18x18 18.50 7.20 7.20 20.35 9.05 23.75 12.45 12.45 26.00 16.50 15.00 
18x20 19.50 7.60 7.60 21.45 9.55 24.75 12.85 12.85 29.00 18.00 17.00 
18x24 21.50 8.35 8.35 23.65 10.50 27.75 14.60 14.60 34.25 22.50 18.75 
18x30 31.25 13.25 13.25 34.35 16.35 38.00 21.00 21.00 43.00 28.50 22.70 
18x36 38.00 17.25 17,25 41.80 21.05 48.50 28.10 26.00 54.00 36.00 28.00 
20x20 19.75 8.00 8.00 21.75 10.00 24.75 13.00 13.00 32.40 21.20 18.10 
20x24 22.00 8.60 8.60 24.20 10.80 28.20 14.80 14.80 39.00 25.50 21.70 
20x26 23.50 9.50 9.50 25.85 11.85 32.00 17.50 17:50 42.00 27.50 22.00 
20x28 28.90 11.50 11.50 31.80 14.40 37.40 20.00 20.00 45.50 30.00 24.50 
20x30 33.50. 5.13.50... 13.50 36.85 16.85 43.00 23.50 23.50 49°00  WSao0- ° 26.00 
20x32 BOOS kek, 17.10 A250) 9-20-85 48.50 28.10 26.00 52.00 34.00 27.50 
20x36 43.00 18.50 18.50 47.30 22.80 54.00 29.50 28.50 59.00 39.00 31.50 
24x24 30.00 12.00 12.00 | 33.00 15.00 | 40.00 22.00 22.00} 49.00 32.50 26.00 
24x30 38.00 17.25 17.25 41.80 21.05 50.00 29.25 28.25 62.00 41.50 32.00 
24x32 42.50 18.00 18.00 46.75 22.25 55.50 31.00 30.00 66.00 44.50 34.00 
24x36 50.00 22.00 22.00 55.00 27.00 65.50 37150 34.25 74.00 50.30 36.50 
28x30 48.50 21.00 21.00 63.35. 25-85 6150°* 35:50.°:7 32.00 76.00 52.50 37.00 
30x30 49.00: 21.50. 21.50 53.90 26.40 65.00 37.00 34.00 85.00 56.00 41.00 
30x36 67.50 28.50 28.50 74.25 35°25 90.00 51.00 41.00 | 102.00 70.00 48.00 
36x36 80.00 35.00 29.50 88.00 43.00 | 105.00 60.00 54.50 | 127.00 83.00 66.00 
36x42 112.00 46.00 34.00 | 123.20 57.20 | 143.00 77.00 65.00 | 150.00 96.50 80.50 
36x48 132.00 54.00 40.00 | 145.20 67.20 | 168.00 90.00 76.00 | 173.00 103.00 87.00 - 
38x42 120.00 50.00 36.00 | 132.00 62.00 | 155.00 R5.00 71.00 | 160.00 100.00 83.50 





FOR DISCOUNT SEE CURRENT PRICE SHEET 
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Class 555 





Cast Register Borders 
Steel Grilles — 











Semi Steel Registers 


List of sizes and prices on page 5 
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Sizes larger than 14 inch width have oblong mesh 
FOR DISCOUNTS SEE CURRENT PRICE SHEET 
pe 





Cast Register Faces 
Steel Register Faces 
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Tuttle & Bailey Wafer Sidewall Reversible Registers 


SAME REGISTER SETS EITHER WAY 











The Reversible Wafer Regis- 
ter is designed for shallow flues 
and is only 1 inch deep when 
closed. By a simple patented 
device it can be arranged to set 
either vertically or horizontally 
—the same movement operating 
either way. 





Style 40 “‘As thin as a wafer” 
All-steel Plain Lattice Design. 





LIST PRICES, STYLES 40 AND 15 























Size of Black White Plated Plated 
Register Japanned Japanned Oxidized Bronze, Brass 
Copper or Nickel 
8 x 10 $1.65 $2.00 H $3.15 $3.85 
.8 x 12 1,90 2.30 3.65 4.40 
x 42 2.10 2.55 4.00 5.10 
10 x 12 2.40 2.90 4.40 5.50 
10 x 14 3.15 3.80 25 6.55 
12 x 14 4.35 5.25 6.85, 8.25 
12 x 15 4.50 5.40 7.00 8.50 





SAME REGISTER SETS mn 


The cast iron Moorish design 
(Style 15) has a rounded rim 
which makes a good finish 
against the plaster, while the 
wrought steel plain lattice de- 
sign (Style 40) has convex rims 
for the same purpose. 





Style 15 (Ferrosteel Moorish Design) 
Cast Face, Steel Body. 





LIST PRICES ROUND REGISTERS AND FACES 
























































; idi Dull Brass 
ROUND REGISTERS, FOR si janis, sornite Oxidized Mia a 
FLOOR,WALLORCEILING 9°. : sa oa 
ae Register| Face Border || Register| Face Register| Face Register Face 
6" || $1.50 | $ .90 | $1.15 || $1.80 | 1.20 || $2.70 | $2.10 || $3.00 | $2.40 
7" 1.55 | 1.00 | 1.20 || 1.90 | 1.35 || 2.90 | 2.35 || 3.50 | 2.95 
g!! 1.60 | 1.05 | 1.20 || 1.95 | 1.40 || 3.00 | 2.45 || 3.70 | 3.15 
gu 2.00 | 1.40 | 1.60 || 2.40 | 1.80 || 3.90 | 3.30 || 4.90 | 4.30 
10"! 2.35 | 1.65 | 1.70 || 2.85 | 2.15 || 4.35 | 3.65 || 5.35 | 4.65 
12" 4.00 | 2.70 | 2.70 || 4.80 | 3.50 || 635 | 5.05 || 7.90 | 6.60. 
14" 7.90 | 4.05 | 4.05 || 9.45 | 5.60 || 11.00 | 7.15 || 14.30 | 9.60 
16" || 11.00 | 5.10 | 5.10 || 12.20 | 6.20 || 15.00 | 9.10 || 19.75 | 12.80 
18" || 18.50 | 7.20 | 7.20 || 20.35 | 9.05 || 23.75 | 12.45 || 26.00 | 16.50 
20" || 19.75 | 8.00 | 8.00 || 21.75 | 10.00 || 24.75 | 13.00 || 32.40 | 21.20 
o 24" || 30.00 | 12.00 | 12.00 || 33.00 | 15.00 || 40.00 | 22.00 || 49.00 | 32.50 
28" || 44.00 | 19.00 | 19.00 || 48.40 | 23.40 || 57.50 | 32.50 || 72.00 | 49.00 
& aie ae ep dine 30" || 49.00 | 21.50 | 21.50 || 53.90 | 26.40 || 65.00 | 37.00 || 85.00 | 56.00 
Cr aCe sce 36" || 80.00 | 35.00 | 29.50 || 88.00 | 43.00 |!105.00 | 60.00 1127.00 | 83.00 





ROUND REGISTERS AND FACES NOT CARRIED IN ST. LOUIS STOCK 
pea, cet i 
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Hart & Cooley Co. 3 
Nos. 340 and 350. Side Wall Registers 


WITH CONVEX FACE 








The No. 340 and No. 350 
registers are ‘designed for use in 
the side wall above the base- 
board. 

The convex face adds to the 
beauty of design and serves to 
cover inequalities of plaster 
close to the opening. 

















No. 340—Sets Horizontally Ne. 350—Sets Vertically 
LIST PRICES 
x Electroplated 
Size Air Black White Number Gross 
me Japanned Japanned in big 
Ay oat Ox. Copper nn olka Case ent & 

8 x 10 44 $1.65 $2.00 $3.15 $3.85 30 100 
8'x 12 53 1.90 2.30 5 4.40 30 110 
9 x. 12 60 2.10 259 4.00 5.10 30 115 
10 x 12 66 2.40 2.90 4.40 5.50 30 120 























No. 200. Steel Register 


WITH VENTILATOR ATTACHMENTS 


Fie] Jay ay he 
Any register, Class No. 200, when placed out of reach from the floor, 
either in the side wall or ceiling, can be arranged to be operated by cord 
or chain. Extreme shallowness and lightness of these registers make 
them especially adaptable for side wall or ceiling use. All sizes up to 
the 16-inch widths have a uniform depth of 2: inches when open; sizes 
16 inches wide or over have a uniform depth of 5 inches when open. 


See Page—33 for 
Steel Safety Chains, Brass Safety Chains or Cord for Ventilators. 








Wall or Ceiling Ventilators rl 
All Sizes listed on page—5 Indicator Handles Side Wall Pulleys Ceiling Pulleys 
FOR PRICES OR DISCOUNTS SEE CURRENT PRICE SHEET 


PEERS» Seca 
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No. 2250. Adjustable Ventilator 


Patented 





| Made to carry surplus heat from a lower to an upper room. Ventilators are complete, ready 
for installation—each consisting of one “H & C” black floor register, and one “‘H & C”’ white face, 
attached to a tin box which is adjustable from 5 to 12 inches in depth. 


LIST PRICES 








Size. Gibta wie tS) 8 x 10 8.x 12 9x12 TO"2:12 10 x 14 12 x 14 








IOS saints oak $4.40 $4.80 $5.40 $6.40 $7.60 $10.00 





Pipeless Furnace Gratings 
LIST PRICES 














Size Size Black Oxidized 
Grating Collar Japan Copper 
22x24 16 $25.00 $30.50 
24x27 18 30.00 36.00 
26x26 18 33.00 41.00 
28x28 : 20 37.00 43.00 
30x30 22 39.00 45.00 
30x36 24 43.50 52.00 
32x32 24 42.00 50.00 
34x34 26 44.00 52.50 
36x36 28 52.00 61.00 
40x40 30 68.50 80.00 
; 44x44 34 86.00 100.00 
| 44x48 36 90.00 105.00 














NOT CARRIED IN STOCK 
FOR DISCOUNTS SEE CURRENT PRICE SHEET 


pe Me 
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Symond’s Baseboard Registers 





- 


BASE BOARD 











3° 
EXTENSION: 


Mission Design 3” and 5’’ Extensions. 


SYMOND’S WALL and BASEBOARD REGISTERS are more economical to use because they are 


more easily and quickly installed than other registers, by reason of the patented HOOK AND BOLT 
fastening device used in their installation. 


The extension or frame is so arranged that the tin box may be bent over the edges to prevent discol- 
oration of the walls. 


The efficiency of a register is dependent on the velocity of the flow of warm air through the register, 
therefore to increase the heating capacity of a register it is not only necessary to use a pipe with a square 
inch capacity greater than the free air space of the register, but to use a register that has very little 
obstruction to its discharge. In this the SY MOND’S WARM AIR REGISTER excels, for the reason 
that the grille itself operates the valve and when open becomes tilted in a manner that increases its 
capacity and at the same time permits a practically unobstructed free flow of warm air to be deflected 
into the room. 


The movable grille operating the valve, to be found only in SYMOND’S REGISTERS allows a 
greater free air opening and by actual test is practically 80% of their nominal size. 























Register ee coating ROUND PIPE SPECIAL LIST PRICES 
Number (Nominal size) Capacity Black Electro Plated ° 

(Mission) Diameter square inches Japanned all finishes 
2293 9x 12 9 64 $2.75 $4.50 
2313 8 x 10 8 50 2.25 3.80 
2323 10 x 10 10 79 2.50 4.00 
2333 8 x 12 9 64 2.60 4.20 
2343 10 x 12 10 or 11 79 or 95 2.90 4.80 
2373 12¢x212 11 or 12 95 or 113 4.05 6.50 
2403 8 x 14 10 79 2.80 4.60 
2413 10 x 14 11 or 12 95 or 113 3.90 6.10 
2423 | 12 x 14 13 or 14 133 or 154 5.15 8.00 
2345 10°x:12 11 or 12 95 or 113 3.90 5.50 
2375 12x (12 12 113 4.95 6.90 
2415 10 x 14 12 113 4.85 6.80 
2425 s 12 x 14 14 154 6.00 8.45 














NOTE:—The last figure of register number represents the extension in inches. 
ALWAYS ORDER BY NUMBER TO AVOID POSSIBLE ERRORS 
ae 
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Symond’s Registers 


WAFER REGISTER 
Mission Design 


SPECIAL LIST PRICES. 























~ Box Opening 

Registe: : H lack El lated 

Ranibe? ee ek J fo gene aa ee 
229 9 xs. Ae $1.95 $3.05 
230 9 8 1.40 2.50 
231 1: Rae. ath! Ei 1.70 2.80 
232 10 xo LIS AN 
233 See 1.90 3.00 
234 10. x12 2.00 3.10 
235 10x 8 1:70 2.80 
236 a ay dea 3 | 2.00 3.10 
237 12° x 712 3.00 4.25 
238 14 x 12 4.00 5.45 
239 Dae 8 1.90 3.00 
240 6. x14 2.00 3.20 
241 10 x 14 2.90 4.20 
242 12 x 14 4.00 | 5.45 





For use in Plastered Walls above the 
Baseboard. 





Mission Design—1’’ Extension 


BASE BOARD REGISTER 1-INCH EXTENSION 
SPECIAL LIST PRICES 








Register Number Box Opening Black Electro Plated 
(Mission) (Nominal Size) Japanned all finishes 
2291 9x 12 $2.40 $3.70 
2301 8x 8 1.70 2.90 
2311 8 x 10 2.00 3.20 
2321 10 x 10 2.20 3.35 
2332 8 x 12 2.20 3.40 
2341 10s ot? 2.60 3 4.00 
2401 8 x 14 2.45 3.80 














NOTE:—The last figure of register number represents the extension in inches. 
ALWAYS ORDER BY NUMBER TO AVOID POSSIBLE ERRORS 
pees Sey 
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Hook and Bolt Fastening Device for Symond Registers 


AN UP-TO-DATE FASTENING 


Requires no tin straps or cleats riveted on boxes. No 
special preparation required when setting boxes; in fact, 
no woodwork is necessary when using the HOOK AND 
BOLT fastening. Simple, labor-saving and practical. 





DIRECTIONS FOR USE 


Place the bolt through the hole in register frame, then 
attach the hook, by starting it a few threads, place the reg- 
ister in position with valve open and connect hook into 
the hole made in side of register box to receive the hook. 
Screw the bolt up until the register is drawn tight against 
the box and wall. 





This fastening may be applied to 
either single or double fittings. 
bd 








No. 530 (5x30) 
COLD AIR INTAKES 





For use in the baseboard. 


Nos. 514—530—914 and 930 are 
arranged to screw to the outside of base- 
} board, the remainder have a steel ex- 
tension that goes through to the finished 
plaster line, the baseboard butting 
against them, as shown by sections. 


SPECIAL LIST PRICES 











Electro 


Ex- |Size of Outside Black | Plated 
No. |tension|open’g Size Japan all 
finishes 








514) 4" | 5x14 63¢x153¢ | -$0.90 |$1.75 
530) 14" | 5x30 634x313¢ 1.80 | 3.50 
914, 14" | 9x14] 103¢x153¢ 1.80 | 3.50 
930} 14" | 9x30 | 103¢x313¢ 3.60 | 7.05 
"| 5x14 6114x1534 1.00 | 1.95 
Mga 6 16x3134 2.00 | 3.70 
"| 9x14} 1014x1534 2.00 | 3.70 
9x30} 1014x3134 4.00 | 7.60 
"| Ox14 |} 103@x1534 2.20 | 4.00 
"| 9x30 | 103¢x3134 4.40 | 7.50 
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No. 9303 (9x30) 


ALWAYS ORDER BY NUMBER TO AVOID POSSIBLE ERRORS 
use |e ea 
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Hart & Cooley Grilles 


The superiority of Hart & Cooley Grilles is recognized by all Architects and Contractors who 
desire to give their customers a high quality product, comprising strength, uniformity and regularity 
of openings, and beauty of finish. They are unbreakable. 

Grilles are made of Brass, Bronze and high grade steel which is finished in Prime Coat, White 
or Black Japan and all varieties of Electro Plate. 

Grilles are not carried in stock, but are made to order according to specifications only. Prices 
quoted on application. 


} 





CLASS NO. 570 


Plain lattice pattern, 14 inch square mesh, 14 inch bars. Made in any size up to 30 inches wide, 
120 inches long overall in one piece. Standard thickness of metal, 12 gauge. 








CLASS—575 


Class 575—-Our most popular design. Has 34 inch holes, 14 inch bars. Adapted to 
all sizes and made up to 50 inches wide, 120 inches long overall in one piece. Made 
from 12 gauge metal or lighter. 





NO. 576 
Plain lattice design, one inch mesh, 14 inch bar. Made in any size up to 50 inches wide, 120 
& inches long overall. Standard thickness of metal, 12 gauge. 


ABOVE GRILLES ARE MADE TO ORDER ONLY. PRICES ON APPLICATION. 


go 
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Hart & Cooley Grilles e 





Ne. 550 Grille 


Rounded fretwork, approximately 34 inch holes, 14 inch bars. Made from No. 16 gauge or lighter 
metal up to 16 inches wide overall, 120 inches long overall, in one piece. For wider formed grilles 


see Class No. 555. 
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No. 573 Grille 


Greek pattern, 3 inch squares, bars between 
squares 3 inch. Made in any size up to 50 
inches wide; 120 inches long overall. Stan- 
dard thickness of metal 12 gauge. 





Class 126 Grille 
Made from ;;’’x;;"’ flat wire, 14 twist, 114 
inch, 114 inch or 134 inch mesh, 1 x 1 x 4 inch 
angle frame, cast corners. Also made without 
scroll border. 
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Class—572 Grille 


Class 572—Diagonal 34 inch holes, 14 inch 
bars, made in any width up to 50 inches overall, 
length up to 120 inches overall. Adaptable to 
almost any use. Made from No. 12 gauge metal 
or thinner. 








Class—127 Grille 


Class 127—-Made from No. 10, 12, or 14 wire, 
either square or diagonal mesh, any size and : 
finish. In ordering, give dimensions of opening 
to be covered. 


ABOVE GRILLES ARE MADE TO ORDER ONLY. PRICES ON APPLICATION. 
| ee, al 
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® H. & C. Grille Hinged to Angle Iron F rame 


Showing Frame outside a Grille 


PET T PLL LL te 
This cut shows a grille hinged to angle iron ag 0k | 
sae é PEL P TTP i it 
frame for use where it is necessary to obtain 
; : PET T TPT ii i i 
quick access to the space beyond the grille. We 
can also furnish grilles with hinges and catch 
for attachment to a wood frame. In ordering PEP LLLITTIL LI Lire 
this construction, kindly furnish sketch showing PETPPTLELTLLILLL Littl 


how hinges are to be placed. 
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p58 88 8 Any H & C Grille, except Class Nos. 
ety Lt) Let) 550, 555 and 590, can be hinged or 
BaP? aero » - screwed to inside frame as shown. This 
4 ps ee ease ee construction is especially desirable in 
aa 55 see eee ee cases where it is necessary to set the 
T Tee Le grille into the opening, and the overall 
go pgseee  goee gon » of the frame and grille should be made 
ge +t] poe geeeee ga slightly smaller than the opening to be 
+ eee filled. Standard angle 1” x 1” x 14”. 
egal goes ns 
af g8 gose 
guesee ene = 
gagae gage 
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gouoee* ooe 
aggee 
occ seeeeeee 








Where grilles are to be used as radiator inclos- 
ures, a small section approximately 6x6 can be 
hinged as shown. This door is designed to 
provide easy access to valves without removing 
grille, at a smaller expense than hinging the 
entire grille to angle frame. For narrow grilles 
we provide a so-called 4 x 5 size door which, 
measured accurately, is 3.71 x 4.69. Both doors 
are practically invisible when closed. Either 
size door can be put in any H & C Grille shown 

& except Class Nos. 550, 555 and 590. 





ABOVE GRILLES ARE MADE TO ORDER ONLY. PRICES ON APPLICATION. 
ea, TEP 
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CAST IRON 
COLD AIR FACES 


Plain lattice design 
Black Japanned Finish 
carried in stock 


All other finishes 
ordered from factory 


PE | 
aa 
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For sizes and prices 












































see page—5 


“TASCO” WOOD COLD AIR FACES 


: on oo oe Oblong Mesh 
Sem Re Ha Ga Area Rd. Pipe 
A AEE OE Size List Sq. In. Inches 
ns Ee ee 12x20 Py eee RCO 144 19 
ieie DEO Ga 12x24 .. 2.00 172 14 
la ont eon 12x30 2. 2.50 216 16 
tT 14x20 .. 1.94 167 14 
| RGA NG ER Sea aD 14x24 me ee | 201 16 
| a a a A 14x26 5253 218 16 
ae Ge ee TOR a en oh 2.92 252 17 
oo oe om 16x20 Bere: 192 15 
Ah So Sle RL ENE 16x24 OF 230 17 
— Seem ton 16x30 2 8s88 288 19 
16x32 bahay ti 307 19 
THE “TASCO” WOOD COLD AIR FACE 16x36 -.+ 4.00 345 20 
OR GRILLE 18x20 ee 1 216 16 
18x24 fee WY) 259 18 
is becoming very popular with the trade. 18x30 . 3.75 324 20 
POxS9 Oy end eee 4.00 345 21 
WHY? 18x36 ... 4.50 388 22 
20x24 .. 3.33 288 19 
(1) Because it is far more beautiful, be- 20x26 . 3.61 312 19 
ing finished like the interior of the home. 20x28.................. 3.89 336 20 
(2) It is flush with the floor and, in fact, 0*20 aye rei . 
becomes 8 pertot the tem, pas Rand ne). Pee 4.00 345 21 
(3) It hides all unsightly joists, etc., bet- 94x98 4.67 403 92 
ter than the iron or steel. x30) ee a 5.00 432 23 
24x36 . 6.00 520 25 
DEALERS USING “TASCO” BOOST IT: o4x48)0 ec 8.00 691 29 
DORQR co ibe meen 5.06 436 23 
WHY? Birsho ea 5.42 468 24 
(1 Because it is cheaper than iron or steel ae ig ey = 
(2) Because it has more strength, the 28x30 5.83 504 25 
wide strips being placed closer together than 28x36.................. 7.00 604 27 
any other make. 1] ora, 4 nee aang sais ge hn 7.78 672 29 
(3) Because it more nearly hides the air Se spa po 26 
halt than, eny other make for the same a ae co 
bide nines : REE ys ec me 9.00 777 31 
(4) Because the narrow oblong openings 3,45 10.00 864 32 
prevent chair legs, etc., from going through = = 
like the square openings do. We carry the above sizes in stock. Other sizes to order. 
FOR DISCOUNT SEE CURRENT PRICE SHEET 
ye 
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OUR “TASCO” FURNACE SHOW ROOM 


The above is a reproduction of our furnace show room, where we have 
on display the different styles and sizes of our ““TASCO” Warm AirFurnaces, 
including both Pipe and Pipeless. 


We believe that in this show room, displaying ““TASCO” Warm Air 
Furnaces, we have assembled the most efficient, economical and durable 
line of furnaces that could be produced. 


An inspection of our line will convince you of their superiority in work- 
manship and appearance as well as in weight and value. 


We wish to extend to our city patrons, a cordial invitation to use this 
display room for showing ““TASCO” Cast Iron Furnaces to their prospec- 
tive customers and we can assure them of our hearty co-operation. 


Our out-of-town patrons who visit St. Louis are invited to inspect this 
show room and to make their headquarters with us when in the city. 


A close inspection of the following pages pertaining to furnaces will give 
you a comprehensive view of the details of this excellent heater. Our 


stock is very complete and immediate shipment can be made from our 
warehouse. 
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“Tasco” Cast Iron Warm Air Furnaces 


200 SERIES 





THIS IS OUR 200 SERIES “‘TASCO” FURNACE 


Every 200 series ““TASCO” Furnace carries with it a GUARANTEE BOND 
which guarantees the fire pot against cracking or burning out within five years. 
The casings are large, allowing ample space for a free circulation of air, which 
assures an abundance of warm air which is not over heated and gives an even 
temperature throughout the building. 


A QUALITY FURNACE, BUILT FOR LONG SERVICE. 


DIMENSIONS AND CAPACITIES 






































Number | Diameter | Diameter | Height of | Smoke ha Ash Pit | Weight of Capacity 
Furnace | Fire Pot | Casings | Castings Pipe Door Opening | Furnace Cubic Ft. 
240 20" 40" 46" 8"! 9x12 | 1014x18 850 10000 to 15000 
250 22" 44" 47"! gl 9x12 | 1014x18 950 12000 to 18000 
260 24" 4g"! 50" 9" 10x14} 1114x2014) 1200 | 16000 to 25000 
270 26" 52" 52" 9" 10x14| 1114x21 1400 25000 to 35000 





FOR PRICES ON FURNACES SEE CURRENT PRICE LIST. 
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“Tasco” Cast Iron Warm Air Furnaces 


300 SERIES 





MADE IN FIVE SIZES 


Every “‘TASCO” Furnace is set up and mounted complete before leaving the 
factory, which saves much time and expense for the furnace dealer. All doors are 
carefully ground and fitted. 
and the price of this furnace with others, you will be convinced of its superiority. 


If you will compare the weight, the workmanship 









































DIMENSIONS AND CAPACITIES 
Number | Diameter | Diameter|Height of} Smoke Size of Ash Pit Weight Capacity 
Furnace Fire Pot] Casings | Castings Pipe Feed Door} Opening Furnace Cubic Ft. 
330 18" 36!' 44"! veh 9x12 10144x17 650 6000 to 10000 
340 20" 38"! 46" 8" 9x12 1014x18 800 8000 to 13000 
350 22" 40" 47"' 8! 9x12 10144x18 900 10000 to 17500 
360 24"! 43"! 50!! g" 10x14 1144x20%)| 1125 15000 to 22000 
370 26"! 46" 52" g! 10x14 1114x21 1300 20000 to 30000 





FOR PRICES ON FURNACES SEE CURRENT PRICE LIST. 
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“Tasco” Cast Iron Warm Air Furnaces @) 


BUILT ON SCIENTIFIC LINES 
EFFICIENT ECONOMICAL 


THE PIPELESS FURNACE 


has been much discussed by Manufacturers and 
Dealers everywhere, and there is no doubt but 
what the Pipeless Furnace has an important part 
to play in the heating of certain types of build- 
ings for which it was designed, and when applied 
to the particular work for which it was intended 
it will undoubtedly give very satisfactory results. 


The cut to the left gives an accurate illustra- 
tion of the construction of a Pipeless Furnace. 
The cold air from the room decends through the 
outer part of the register down through the 
space between the outer casing and the inner 
casing which divides this space from the warm 
air chamber. At the bottom of this inner casing 
it passes through into the warm air chamber, 
where it passes over the heated furnace as it 
ascends through the inner portion of the register 
to the room above. e 





This action is positive, cold air descending 
and warm air rising and the same principle ap- 
plies to the heating of the building in which a 
Pipeless Furnace is installed. 


The warm air rises and is diffused and dis- } 
tributed throughout the building, while the cool ) 
air descends and is drawn back to the furnace 
again, the whole process being merely a matter 
of circulation. 


If the building is compact and open and the 
furnace is properly located, there is no doubt 
about the economical and successful results of a 
Pipeless Furnace heating system. 





DIMENSIONS AND CAPACITIES 








No. Dia. Inside | Outside | Size of | Height |Smo. |Depth of| Size of | Ash Pit | Weight Capacity 





Fur- Fire Casing | Casing |/Register |Castings| Pipe| Base- Feed Opening of Cubic Ft. 

nace Pot ment Door Furnace 

118 18" 36"! 44" 27x07 | 47"" yy 70"' 9x12 |1014x17 950 | 8000 to 12000 | 
120 201! 38"! 46" 30x30; 49!! 8"! 72" 9x12 |1014x18 1100 |10000 to 15000 i 
1221. -29!! 40"! 48! 32x32?) 50"! 8" TOM 9x12 /1014x18 1200 /12000 to 20000 


124| 24" | 43" | 51" | 34x34) 53" | 9" | 76! | 10x14 /1114x2014| 1550 {18000 to 28000 @ ) 
126| 26" | 46" | 54" | 36x36} 55" | 9" | 78" | 10x14 |1114x21 | 1800 |25000to35000 ) 






































“TASCO” PIPELESS FURNACES are shipped complete ready to install. Casing extension 
sufficient for 8 ft. Cellar. —22— 
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Furnace Repa 
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“Tasco” Warm Air Room Heaters 


A Circulatin 


buildings, 





to the furnace and circulated as before. 


where it is distributed througho 


DIMENSIONS AND CAPACITIES 


g Room Heater is an economical system for heating small School 
Store rooms or Halls where there is no basement. 

is set up from the floor on legs which allows the cold air to enter 
casing from below. The air follows up through the casing over the 
nace castings, passing out at the top 
the cooling process causing the air to decen 


The Heater 
the furnace 
heated fur- 
ut the room, ° 

d to the floor where it is again drawn 


























Number | Diameter | Diameter | Height of | Smoke! Size of Ash Pit Weight of Capacity 
Furnace Fire Pot Casing Castings Pipe Feed Door | Opening Furnace Cubic Feet 
18 18" 36 4816 (he 9x12 1014x17 670 6000 to 10000 
20 20" 40 50144 8" 9x12 1014x18 820 8000 to 13000 
22 22)! 44 51 g!! . 9x12 1014x18 920 10000 to 17500 
24 24" 48 55 9"! 10x14 | 1114x2014 1150 15000 to 22000 














FOR PRICES ON FURNACES SEE CURRENT PRICE LIST. 
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“Tasco” Heavy Duty Cast Iron Furnace 


Note the massive appearance and the sym- 
metrical lines of this heavy duty furnace. 


The ash pit is unusually large and roomy. 


The grates are of the triangular type and 
are extra heavy. They are coupled in pairs 
and mounted to the ash pit in a simple manner 
making them easy to remove. 


The fire pot is made in two heavy sections 
with projecting ribs which give additional 
strength and add to the heating surface. 


The combustion chamber is very heavy and 
has deep corrugations which increases the 
strength and the radiating surface. 


The cast radiator is larger than is usually 
found on this type of furnace, is made in two 
sections, fitted together by means of a special 
gas tight joint, carefully cemented and bolted. 
The flue is extra large so that any kind of fuel 
can be used successfully. 








SIDE VIEW OF FURNACE 


The casings are amply large, providing for 
the free passage of a large volume of air over 
the heated surfaces of the furnace, making a 
positive circulation and maintaining an even 
temperature. 


Humidity is provided for by an extra large 
water pan (capacity, four gallons) which is 
located in a convenient place through the 
front of the furnace. 


Made in two sizes only. 





SPECIFICATIONS 

Number 182 190 
Diameter of Fire Pot.........00.00000000.... ag!" 30" 
Diameter of Casing | foe i al a7" 
Diameter of Smoke Pipe.................... 10! 0" 
Height of Front. ni eet BG 458! 
Size of Feed Door 11x16 11x17 
Shipping Wt. (without Casing).. 1900 2070 
Heating Capacity (Cu. Ft.) ............ 40to 50to 

55000 65000 


FOR PRICES ON FURNACES SEE CURRENT PRICE LIST. 
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Single Pipe and Fittings 





Three-Piece Adjustable Angle 


MECD. BY 
CHAS. JOHNSON HDWE.CO. 


PEORIA, ILL- 





Carton of Nested Round Tin Pipe 


tt 


Peon. 


ooo 


cere ( 


MPION 
¢ CHA 

punnace fyPe i 
CHAS. JOHNSON HO" jut 


Four-Piece Adjustable Elbow 








Carton of Nested Tin Wall Stack 






















8 9 10 12 14 

LIST PRICES inch jinch jinch |inch | inch 

Hot Air Pipe, TC. Tin, nested: pertoot asc jacs ee ee Bi (a Wd els a bs | 12a a”) 

Hot Air Pipe, I. wh. Liyonested: per foot oe) ee eee 39 | .41 | .45 | .53} .70 
Adjustable Elbows and Angles: 

I. C. Tin, 2-piece, 30° po ey cee aa near, ya aa | 

I. C. Tin, 3-piece, 60°... AO) 4a 52h 76h... 

I. C. Tin, 4-piece, 90° -46 | .50 | .60 | .90)............ 

I. X. Tin, 2-piece, 30° 30 | GOH |e sSO)b-501'1200 

I. X. Tin, 3-piece, 60°. 50 | .54 | .64 | .84| 1.20 

I. X. Tin, 4-piece, 90° -58 | .64 | .76 {1.00} 1.50 





one VIE CMC TINRBEO) 5 a a 


314x12 Wall Stack (Nested), 0.0200. 











AMATO niseO Der LO0t 
vttessee42 per foot 





FOR DISCOUNTS SEE CURRENT PRICE SHEET 
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Wall Stack Boots and Elbows 











Ch, ) 
Peon JOWNSaN HOWE CO. 
Ag, 





No. 12 Elbow 


THE CHAMPION 
FURNACE. PIPE 
MFCD. BY 


ce 
CHAS. JOHNSON HOWE 


FURNACE 6 


Meen. ay 





Offset Offset 
No. 14 Angle Composed of two No. .14 Angles Composed of two No. .16 Angles 


LIST PRICES 


























Stack No. 8 No. 9 No. 10 No. 12 No. 13 No. 14 No. 16 
Size Boot Boot Boot Boot Elbow Angle Angle 
31x10 .70 .70 .70 .80 -70 40 | .50 
31x12 .80 .80 .80 .90 .80 | 44 54 
616x10 .84 .84 .84 1.00 .84 90 
61x12 .96 .96 -96 42 .96 54 
616x14 1.14 1.14 1.14 1.30 1.14 .66 
& 816x12 1.26 1.26 1.26 1.42 4:96.04 56 | 
816x14 1.44 1.44 1.44 1.60 1.44 .80 





Boots made with 8-in., 9-in., 10-in., 12-in., 14-in. collar. Size optional. 
FOR DISCOUNTS SEE CURRENT PRICE SHEET. 
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Register Boxes for First Floor e 


naa hana ca Bilis 





, 
' 









No. 42 Register Box No. 41 Register Box, 4 Inches Deep No. 43 Register Box 





PRICE LIST Nos. 41-42-43 








8x10 | 8x12 9x12 | 10x12 | 10x14 | 12x14 | 12x15 | 14x16 


60 | 64] .64| .72| .80 | .96 | .96 | 1.40 
.76 | .80 | .80 | .90 | 1.00 | 1.20 | 1.20 | 1.60 


Single and Double Header Wall Stack Heads 


for One or Two Registers 




















No. 1 Stack Head No. 1 Stack Head . No. 2 Stack Head 


For First Floor Register For First Floor Register For First Floor Register 
With Top Collar To heat two adjoining rooms 


Treacy 





No. .2 Head, Horizontal . 
To heat two adjoining rooms. No. .1 Head, Horizontal No. .1 Head, Vertical 





PRICE LIST ON OPPOSITE PAGE. FOR DISCOUNTS SEE CURRENT 
PRICE SHEET. 
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LIST PRICES 


SINGLE REGISTER BOXES AND FITTINGS FOR 
SYMONDS WALL AND BASEBOARD REGISTERS (FOR ONE REGISTER ONLY) 











Size of 


Size of 


No. 





No. 14 


No. 13 


No. 8-9-10 
Boot 


No. 12 
B 


No. 1 Reg. box 






























































No 1 
Register Opening Pipe Reg. Head Angle Elbow oot with Top Col. 
229 9x12 314x12 .80 44 .80 .80 .90 
231 8x10 314x10 .70 40 .70 .70 80 
232 10x10 - 31x10 70 40 -70 .70 .80 
233 8x12 31x12 .80 44 .80 .80 .90 
234 10x12 314x12 .80 44 .80 .80 .90 
2291 9x12 31x12 80 44 .80 80 -90 .90 
2311 8x10 314x10 70 40 70 .70 .80 .80 
2321 10x10 314x10 .70 40 -70 70 80 80 
2331 8x12 316x12 80 44 .80 80 90 90 
2341 10x12 314x12 .80 44 .80 80 90 .90 
2293 9x12 614x12 -96 54 .96 .96 1.12 E12 
2313 8x10 614x10 .84 90 84 84 1.00 1.00 
2323 10x10 614x10 84 50 84 84 1.00 1.00 
2333 8x12 614x12 96 04 96 .96 112 1.12 
2343 10x12 614x12 -96 54 .96 .96 142 1,12 
2373 12x12 614x12 96 .54 96 -96 PAZ 112 
2403 8x14 614x14 1.14 -66 1.14 1.14 1.30 1.30 
2413 10x14 614x14 1.14 -66 1.14 1.14 1.30 1.30 
2423 12x14 614x14 1.14 66 1.14 1.14 1.30 1.30 
2345 10x12 81x12 1.26 56 1.26 1.26 1.42 1.42 
2375 12x12 816x12 1.26 56 1.26 1.26 1.42 1.42 
2415 10x14 816x14 1.44 -80 1.44 1.44 1.60 1.60 
2425 12x14 816x14 1.44 80 1.44 1.44 1.60 1.60 
DOUBLE HEADERS (For Two Registers) 
No. Size of Size of No. 2 No. 14 No. 13 No. 8-9-10 ~ No. 12 
Register Opening ipe Reg. Head Angle Elbow Boot Boot 
229 9x12 316x12 -90 44 80 80 -90 
231 8x10 314x10 .80 40 .70 .70 -80 
232 10x10 31x10 .80 40 -70 .70 .80 
233 8x12 31x12 90 44 .80 80 -90 
234 10x12 31x12 -90 44 80 .80 .90 
2291 9x12 31x12 90 44 .80 .80 .90 
2311 8x10 314x10 .80 40 .70 yA) .80 
2321 10x10 31x10 .80 40 -70 -70 .80 
2331 8x12 31x12 -90 44 .80 .80 90 
2341 10x12 31x12 .90 -44 80 .80 -90 
2293 9x12 816x12 112 56 1.26 1.26 1.42 
2313 8x10 814x10 1.00 56 1.00 1.00 1.16 
2323 10x10 816x10 1.00 56 1.00 1.00 1.16 
2333 8x12 81x12 1.12 96 1.26 1.26 1.42 
2343 10x12 81x12 1.12 56 1.26 1.26 1.42 
2373 12x12 81x12 1.12 96 1.26 1.26 1.42 
2403 8x14 816x14 1.30 80 1.44 1.44 1.60 
2413 10x14 816x14 1.30 80 1.44 1.44 1.60 
2423 12x14 814x14 1.30 .80 1.44 1.44 1.60 
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DRAW BAND 





Casing Collar for Side of 


No. 24 Gauge Galvanized Iron 
Bonnet 


Adjustable Smoke Elbow 
Price List of Round Pipe and Fittings 
No. 26 and No. 24 Gauge Galvanized Elbows are made adjustable 














Special 
5 or 6 7 8 9 10 12 
i inch inch | inch | inch | inch | inch 
Draw Bands. MORNE O05) Cane tree Cae SE) aS as aro 
Casing Collars, for Side of Canopy... seis reread 40 | .40 | .46 | .50 | .60 
*No. 26 Galvanized Iron Pipe, per foot pee: Caney oles Tice 36} .40 | .42 | .44 | .48 | .64 
Galvanized Iron Angle, 2- -piece, 30°. nde gee ish Moa 44 | .48 | .56 | .64 | .80 
Galvanized Iron Angle, 3-piece, 60°. cj etea oat HRS eS che aaa fecal banat cie ae 50 | .60 | .70 | .90 |1.20 
Galvanized Iron Elbow, 4-piece, 90°... Naas di sma renin aunt CAN ete hay Ot) .50} .60 | .70 | .80 |1.00 |1.40 
*No. 24 Galvanized Smoke Pipe, per foot ease saan aumeen 46} .50 | .54 | .58 | .64 | .84 
Galvanized Smoke Angle, 2- -piece, 30°. Haba ec wen | 044 | 54°] .62 | .84 | .96 
Galvanized Smoke Angle, 3-piece, 60°..0.0..00.00 cccesccesescenstie|onmuensene .64 | .70 | .90 {1.00 {1.44 
Galvanized Smoke Elbow, 4-piece, 90°00. occu -70} .80 | .90 |1.10 |1.30 |1.70 























*Galvanized Pipe will be shipped Nested. 





Price nd. Cold Air Pipe and Adjustable a... 


14 15 16 18 20 22 24 26 28 30 

inch | inch | inch | inch | inch | inch | inch | inch | inch | inch 
*No. 26 Galvanized Iron Pipe, per foot.....|_ .70/ .80/ .80] 1.00] 1.20] 1.5C| 1.80] 2.10/ 2.40 2.70 
Galvanized Iron Angle, 2-piece, 30°............. -90| 1.00} 1.00} 1.50} 1.80] 2.00) 2.30] 2.60} 3.00) 3.50 
Galvanized Iron Angle, 3-piece, 60°... | 1.40) 1.60} 1.60) 2.20) 2.90) 3.20} 3.70} 4.20] 4.90] 5.60 
Galvanized Iron Elbow, 4-piece, 90°. 1.80] 2.40} 2.4C) 3.00} 3.60] 4.40} 5.20] 6.00] 7.0C| 8.00 

















*Cold Air — will be shipped nested. 
FOR DISCOUNTS SEE CURRENT PRICE SHEET 
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Cold Air Shoes 





, 











No. 202 Cold Air Shoe No. 206 Cold Air Shoe 
Price List of Cold Air Shoes 
No: oF Size Size Size Size Size Size Size 
Shae 12x24 14x26 15x28 15x34 15x40 15x45 15x50 
18”’ Col. 20’ Col. 29" Col; 24’’ Col. 26” Col. 28”’ Col. 30” Col, 
No. 202 6.00 6.90 7.50 8.00 9.00 10.20 11.00 
No. 206 5.60 6.40 6.50 7.00 8.00 9.00 10.00 

















When ordering, give cut number, diameter of casing and size of collar wanted. 


Ceiling Plates 

















FOR COLD AIR RETURNS ‘ Callas Taunt 

Size Squares Sizes Price 
18 x 20 inch 14 $1.66 
20 x 24 inch... ate 16 1.80 
22 x 24 inch..... 18 1.96 
24 x 26 inch... 20 2.26 
26 x 28 inch 22 2.56 
O26 X30 Chk) a 24 2.86 
30 X:S2-inchieee 7: 26 3.16 
32 x 34 inch... ae 28 3.46 
ot % 36 ineh eink ; 30 3.76 











Casing Bonnets 





és 
No. 203—Straight Bonnet with Concave Top No. 207—Flaring Bonnet with Concave Top 


Price List of Casing Bonnets 








No. of 





Bonnet 36 in. | 38 in. | 40 in. 42 in. 44 in. 46 in. 48 in. 52 in. 56 in. 
e No. 203 8.30 9.40 | 10.50 11.60 12.70 13.50 14.30 15.40 16.50 
No. 207 9.40 10.75 12.10 13.00 13.80 14.35 14.90 16.50 18.20 





When ordering bonnets give exact circumference of casing ring, also give height required. 
FOR DISCOUNTS SEE CURRENT PRICE SHEET 
Bos LO. 

















AM chhott Supply Ca “TASCO’”’ { 


e 


Dampers and Damper Clips 





Se 


HEAVY CAST IRON 
SMOKE PIPE DAMPERS 


7 in., 8 ins, 9:in.,/10 in., 12 in: 


STEEL HOT AIR DAMPERS 
8 in., 9in., 10 in., 12 in., 14 in. 





“COLUMBIA” 


NO RIVET DAMPER 
CLIPS 





TIPS OR 





TAIL PIECES 
STOVE PIPE DAMPERS For Damper CHECK DRAFT DAMPERS 
8 in., 9 in., only. Clips 7 1n., 8) in., 9: in.,:: 10 tn: 


Flue Brushes 





NO. 1 FLUE BRUSH 


Twin Spiral 


134 by 4 inches, 514 inches long. NO. 2 FLUE BRUSH 
Made of the best wire bristle woven 
into a double spiral loop. 

Handle separate. 5 inch Diameter. 5 foot Twisted Wire Handle 





Round Wire, Single Spiral 


NO. 3 FLUE BRUSH—TAMPICO 
NO. 4 FLUE BRUSH—BASTINE 


6 inch Diameter, 8 inches Long with @ 
5 foot Twisted Wire Handle 


Cc cercccecccccccestt 





FOR PRICES OF ABOVE ITEMS SEE CURRENT PRICE SHEET 
92 / 
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Diameter of Dial 3 in. 
Fig. No. 1 





Nickel Plated 
Fig. No. 3 





NO. 105 TACKLE PULLEY 
34 inch Wheel 
Packed one dozen in a box. 


FURNACE 
REGULATORS 


Oxidized Copper Finish. 
Made of Heavy Cold 
Rolled Steel 


Strong, Attractive, Ser- 
viceable, Inexpensive. 


Regulates the Draft 
Damper in Front and the 


Check Damper in the Diameter of Dial—3 34 in. 
Fig. No. 2 





Smoke Pipe. 


Ze 


“Ss 


FURNACE 
CHAIN PLATES 


For regulating the front 
draft damper and the check 
damper in the smoke pipe. 
Comes complete with nec- 
essary screws. 





Oxidized Copper 
Fig. No. 4 





NO. 103 ENCASED PULLEY 


WIRE 
DROP 114 inch Wheel 
HANDLES Packed one dozen in a box. 


SAFETY CHAIN 





i) No. 00 Steel Chain 


No. 00 Brass Chain No. 00 Brass Chain Nickel Plated 


Sold on Reels of 500 feet or by the foot. 


FOR PRICES ON ABOVE ITEMS SEE CURRENT PRICE SHEET 
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DRY ASBESTOS 


CEMENT 
ASBESTOS PAPER : 
for covering 


Ib. roll 
ee ee 5 Ib., 10 Ib., 25 Ib., 50 
8, 10, 12 and 14 pounds to 100 square Ib., and 100 Ib. bags. 
feet. 


“TASCO” DRY PASTE 





“TASCO” AND “PECORA” 


ASBESTOS FURNACE 
CEMENT 


1 lb., 5 lb., 10 Ib., 25 Ib., Cans 
100 lb. Drums 








“TASCO” 
ELASTIC CEMENT 
For repairing Old Leaky 

Roofs, lining old worn 

Gutters, mending Sky- “HETZELS” 

lights, Slate and _ Tile 

Roofs and Flashings. ROOF OR 
5lb., 10 Ib., 25 Ib., 50 Ib., SLATER’S CEMENT 


and 100 lb. Containers. 


“TASCO”’ 
LIQUID ELASTIC Drums only 


CEMENT 125 to 140 Pounds 
One gallon cans 





Black, Brown, Red 


The most satisfactory paste for furnace 
and pipe covering work. 5 lb., 10 lb., 
25 lb., 50 lb., 100 lb. bags; 200 lb. barrels. 








CORRUGATED AIR-CELL 
PAPER 


for covering. 


100 square foot rolls 
250 square foot rolls 





“AMERICAN SEAL” 
ROOF OR SLATER’S CEMENT 
Black, Brown or Red 

5 lb., 10 Ib., 25 Ib. Cans, 
50 Ib. Pails, 140 lb. Drums 


FOR PRICES ON ABOVE ITEMS SEE CURRENT PRICE SHEET 
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U. S. CLINKER HOOK 





FURNACE POKERS 


ee 


‘ cooit 1 inch by 5 feet long 
The Old Way % inch by 414 feet long 


Using shovel and poker The Clinker Hook at Work 





REVOLVING CHIMNEY TOP 


Castings only 
Mounted and drilled as shown in 


cut Figure 1 


Sizes in stock 


7-in. 8-in. 9-in. 





Measurements furnished for 
cutting hood 





“CARBONOID” 


A non-explosive compound 
which will destroy soot in 
chimney, stove, furnace or 
in boiler flues. Not injur- 
ious to metal. No dust, No. 18 Annealed stove pipe wire 12 pounds to 
dirt or odor. a stone Each stone wrapped separately. 























“TASCO” ACID SWAB 











No. 1 Regular Size. No. 2 Heavier and Larger 
e You can buy them for less money than you can make them. 


FOR PRICES ON ABOVE ITEMS SEE CURRENT PRICE SHEET 
Bae el 
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One Gross in a Box 





Di. 01. VIN, 


BOSTWICK TRUSS-LOOP METAL LATH 


No 
No 
No 


No. 





TINNERS HICKORY MALLETS 


The best wood mallet made. 


52 
oe 
2% 
234 





GALVANIZED WIRE SCREEN 
3 Mesh, 24, 30 and 36 inches wide 








TASCO METAL LATH 


Each sheet 24 x 96 inches, 9 sheets (16 yards) to a bundle. 





Nove a 6! 
No. 3%... 31" x 6!! 
None k. A egg! 








wun 








abit eee) 
MILLER COMPOSITION MALLETS 


Will outwear a dozen wood mallets. 





FOR PRICES ON ABOVE ITEMS SEE CURRENT PRICE SHEET 


peas 7 eat 





2" x36" |. weight 8 oz. 
2" x 4g" weight 16 oz. 





274" x54" | weight 24 oz. 
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@ The Parker Metal Punch No. O. X. 


A HAND PUNCH DESIGNED FOR 
FIELD AND SHOP USE THAT HAS 
NO EQUAL 


Made of Open Hearth forged steel, heat 
treated, it will stand the general hard usage 
which a Hand Punch undergoes in a shop. 
All working parts are hardened and tempered. 

It is the only Hand Punch with a front and 
side gauge combined. 

The depth of throat to center of punch is 
1%-inch. 

Length over all 8 inches. Weight, about 
254 pounds. 

It will punch a 17/64-inch hole in 16-gauge 











steel. 
STANDARD SIZES OF PUNCHES 
AND DIES 
Yt — $s a__y_aitt 


PARKER DIAL REGULATORS PARKER BEARINGS PARKER DAMPER QUADRANTS 


iH 


| OPARKER 








, SIZES IN STOCK 34 IN. AND WIN. 
SIZES IN STOCK %-IN. AND 4-IN. ROD CLIPS 


i ient. uickly Installed. 
Rivet the Ears to your duct and the regu- Si $in, and \-in ones tepsanipnsie a siciseme te 
lator is installed. chee hteds, Pe Regarded by Sheet Metal Workers, 
The Lever adjusts the damper to any angle A quick way of fastening Heating and Ventilating Contractors, every 
desired. By tightening the nut the damper square rods to dampers where, as the most perfect and practical 
is held in permanent position - placing under without drilling rods. For device yet designed for controlling dampers 


control the passage of air in the duct. use in conjunction with jn hot and cold air ducts, smoke breechings, 
The Dial tells at a glance the exact location Parker Quadrants and Dial blower systems, etc. 
of the damper in the duct. Regulators. 


PARKER PUNCHES 

















SHEET METAL SCREWS 


Used in 30,000 Sheet Metal Shops at a saving 
of 50 to 75% on labor and make a more secure 
fastening. Replacing the use of bolts and rivets 
everywhere. Round head screws only in stock 
Sizes 4x4, x34, xh. 



































STOP PUNCHES 
SIZES, \, 3, 4, IN. 


FILE HANDLES SOLDERING IRON HANDLES 


THEY SCREW ON, 


: Wag cut their own threai and stay on 
* a tight. Soldering Iron handles are 



























































hollow and will not burn out. 





' Sizes No. 4 and No. 5 Sizes No. 7 and No. 8 


FOR PRICES OF ABOVE ARTICLES SEE CURRENT PRICE SHEET 
Ra pi 
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Facts Worth Knowing 


To find the cubical contents of cylinders 
or tanks 

For Cylindrical tanks, multiply the square of 
the diameter by the length by .7854. 

For rectangular tanks, multiply the length by 
the width by the depth. 

For elliptical tanks, multiply the short diameter 
by the long diameter by the length by 
.0339. 

To find gallons divide cubical contents by 231. 


The U. S. gallon contains 231 cubic inches or 
-134 cubic feet. 

One cubic foot equals 7.481 gallons, roughly cal- 
culated at 71% gallons. 

One cubic foot of water weighs 62.37 lbs. at 60 
degrees Fahrenheit. 

One gallon of water weighs 8.336 lbs. roughly 
calculated at 8 1/3 Ibs. 


COMPARISON OF THERMOMETERS. 


Freezing pomt. ich cule hesncducs 32° Fahrenheit. 
Preezing pointsiic. ce siren 0° Centigrade. 
Boiling Moint,..cs.die es 212° Fahrenheit. 
siafost beth bee yh cement eneeeemn tie 100° Centigrade. 


To ascertain Fahrenheit temperature, Centi- 
grade being given: 

Centigrade multiplied by 1 8/10 plus 32° equals 
Fahrenheit. 

To ascertain Centigrade temperature, Fahren- 
heit being given: 

Fahrenheit less 32° multiplied by 5/9 equals 
Centigrade. 


VOLUME AND VELOCITY OF AIR 
THROUGH PIPES 


The area of pipe in square feet multiplied by 
velocity of air per minute equals cubic feet 
per minute of air delivered. 

The cubic feet of air delivered per minute di- 
vided by the velocity of air per minute 
equals the area of pipe in square feet. 

The cubic feet of air delivered per minute di- 
vided by the square feet of pipe area equals 
the velocity per minute. 


THE CIRCLE. 
A circle is a continuous curved line having every 
point at an equal distance from the center. 

To find the area of a circle. 


Multiply the square of one half the dia- 
meter by 3.1416, or 
Multiply the square of the diameter by 


-7854, or 
Multiply the square of the circumference 
by .07958, or 


Multiply the circumference by one fourth 
of the diameter, or 

Multiply one half the circumference by one 
half the diameter. 


To find the circumference 


Multiply the diameter by 3.1416 or 
Divide the diameter by .3183 

For rough calculation multiply diameter by 
S7. 


To find the diameter 


Multiply the circumference by .3183, or 
Divide the circumference by 3.1416. 


To find the radius 


Multiply the circumference by .15915, or 
Divide the circumference by 6.28318. 


To find the side of a square of equal area 


Multiply the diameter by .8862, or 
Divide the diameter by 1.1284, or 
Multiply the circumference by .2821, or 
Divide the circumference by 3.545. 


THE SQUARE. 


A square is a figure with four equal sides and 
four equal angles of 90 degrees. 

The area equals one side multiplied by the 
other side. 

The area of a circle that will just go inside a 
square equals the area of the square mul- 
tiplied by .7854. 

The diameter of a circle having an equal area 
is 1.126 or practically 11¢ times one side 
of the square. 

The area of a circle that will just enclose a 
square equals the diagonal measure mul- 
tiplied by itself and by .7854 or 1.27 times 
the area of the square. 

The diagonal or long diameter or ‘distance 
across corners”’ equals one side multiplied 
by 1.414. 


THE OCTAGON. 


An octagon is a regular figure with eight equal 
sides and eight equal angles of 135 degrees. 

One side equals the long diameter multiplied by 
382. 

One side equals the short diameter multiplied 
by .415. 

The long diameter equals diameter of enclosing 
circle, or 

The long diameter equals one side multiplied 
by 2.62. 

The short diameter equals the long diameter 
multiplied by .93, or 

The short diameter equals one side multiplied 
by 2.45. 

The area equals one side multiplied by itself 
and by 4.8284. 

The area of enclosing circle equals 1.126 times 
area of octagon. 

The area of inside circle is .972 times area of 
octagon. 

The diameter of a circle having equal area is 
.953 times the long diameter of the octagon, 


aes ag 








a hl teh ists an aden sD 











































































































6c ” rs 
TASCO ASteckhott Supply Co 
CIRCUMFERENCE AND AREA OF ROUND PIPE 
Diam Circum- Area Diam. Circum- Area Diam. Circum- Area 
Inches ference Sq. Inches || Inches ference Sq. Inches Inches ference Sq. Inches 
‘: | Ree Es st ss 
| 
1 3.141 -7854 916 29.84 70.882 24 75.39 452.39 
14 3.927 127 934 30.63 74.662 2416 76.96 471.73 
1% 4.712 1.767 10 31.41 78.539 25 78.54 490.87 
134 5.497 2.405 104% 32.20 82.516 2514 80.10 510.70 
2 6.283 3.141 10% 32.98 86.590 | 26 81.68 530.93 
2144 7.068 3.976 1034 i Oy | 90.762 | 2614 83,25 551.54 
2 6 7.854 4.908 11 34.55 95.033 27 84.82 572.55 
234 8.639 5.939 11 35.34 99.402 271% 86.39 593.95 
3 9.424 7.068 11% 36.12 103.12 28 87.96 615.75 
314 10.21 3.295 1134 36.91 108.43 2814 89.53 637.94 
3% 10.99 9.621 12 37.69 113.09 29 91.10 660.52 
334 11.78 11.044 12% 39.27 122.71 296 92.97 683.49 
4 12.56 12.566 13 40.84 132.73 30 94.24 706.86 
4l4 13,35 14.186 13% 42.41 143.13 301% 95.81 730.61 
4l6 14.13 15.904 14 43.98 153.93 31 97.38 754.76 
434 14.92 17.720 14% 45.55 165.13 314% 98.96 779.31 
¥ 15.70 19.635 15 47.12 176.71 |. 32 100.5 804.24 
5% 16.49 21.647 15% 48.69 188.69 | 321% 102.1 829.57 
5% 17.27 23.758 16 50.26 | 201.06 a3 103.6 855.30 
534 18.06 25.967 161% 51.83 | 213.82 33% 105.2 881.41 
6 18.84 28.274 17 53.40 | 226.98 34 106.8 907.92 
614 19.60 30.679 1714 54.97 240.52 341% 108.3 934.82 
6% 20.42 33.183 18 56.54 254.46 35 109.9 962.11 
634 21.20 35.784 || 184% 58.11 268.80 351% 111.5 989.80 
7 21.99 38.484 19 59.69 283.52 36 113.0 1017.8 
7% 22.71 41.282 191% 61.26 298.64 361% 114.6 1049.3 
7% 23.56 44.178 20 62.83 314.16 37 116.2 1075.2 
734 24.34 47.173 20% 64.40 330.06 371% 117.8 1104.4 
8 25:13 50.265 21 65.97 346.36 38 119.3 1134.1 
84 25.91 53.456 21% 67.54 363.05 3814 120.9 1164.1 
816 26.70 56.745 22 69.11 380.13 39 122.5 1194.5 
834 27.48 60.132 2216 70.68 397.60 3914 124.0 1225.4 
9 28.27 63.617 23 72.25 415.47 40 125.6 1256.6 
94 29.05 67.200 23 ye. 0 78,82 433.73 
CAPACITY OF REGISTERS AND FACES 
Size in Inches. Capacity in Square Inches. 
| 
Size |Capacity Size Capacity! Size |Capacity Size Capacity| Size |§|Capacity Size |Capacity 
be — ~ ae ae aN Fos RAS aes Flas FERS LER OAP ST a ree Bath pk ie i} Se ENE SS + ties —— — —_ i 
8x10 59 12x14 123 16x24 280 18x36 475 24x30 504 27x38 718 
8x12 70 12x15 132 18x21 277 20x20 290 24x32 537 30x30 630 
9x12 79 14x18 185 18x24 316 20x36 375 24x36 604 30x36 755 
10x12 88 16x20 235 18x30 396 21x29 426 | 27x27 510 30x42 880 
: Nag pile So Hecate a ie 2 bce! ene 
CAPACITY OF PIPES 
Diameter in Inches. Capacity in Square Inches. 
Diameter Capacity | Diameter Capacity Diameter Capacity 
7 38 | 14 154 24 452 
8 50 16 201 - 26 531 
9 63 18 254 28 616 
10 78 20 314 30 707 
12 113 | 22 380 32 808 
SIZES OF REGISTERS TO BE USED WITH PIPES 
For 8-inch Pipe.........Use 8x10 or 8x12 Register For Cold Air— 
For -O-inch Pipes 6.00.) oe Use 9x12 or 10x12 Register ; f \ 24x28 Register Face only 
For 10-inch Pipe... ......Use 10x12 or 10x14 Register For 22-inch Pipe. ..U8¢ > 94.39 Register Face only 
For 12-inch Pipe......... Use 12x14 or 12x15 Register For 24-inch Pi U \ 24x32 Register Face only 
For 14-inch Pipe......... Use 14x18 Register gg esha SDE Nee. ees Register Face only 
For 16-inch Pipe.........Use 16x20 Register Face only For 26-inch Pipe...Use 30x30 Register Face only 
For 18-inch Pipe.........Use 20x20 Register Face only For 28-inch Pipe...Use 30x36 Register Face only 
For 20-inch Pipe......... Use 20x26 Register Face only For 30-inch Pipe...Use 30x40 Register Face only 
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Fag fo geet’ Ut hee Regier eee Dc rear SRR [oad CTE NS aa eae 35 Indicator Handles for Ventilators.................c::creties 8 
Adjustable Ventilators..................00... ww 9 
Asbestos Corrugated Air Cell Paper.. 34 L 
Asbestos Dry Cement......0...........00..5. ..34 ‘ “ oe 
Asbestos Furnace Cement... 34 Lath Bostwick '* PASCO is Siig at a 36 
Bespestoa Panera ia oe recat kuin en Nunes bons aa hiens cup 34 
es M 
‘ Matlets,: Hickory: WO0G jji5,.d Wie. steccanmiadervass cemianee: 
Bearings for Dial PRS UAT 6955. bultie.. fn tetowsor nacner i Mallets, Miller Composition By ; 
Bearings for Quadrants........... seen Metal Lath, Bostwick & ‘“TASCO’.......cccceees 36 
Borders for Floor Registers................ Metal Screws osc nc uae aga aio eae 37 
Brushes; Fluc-Cleaniig: 5 siccovsless ges eieee Menipdmneve 
Cc P 
Carbonoid Soot Destroyer: i882 K oes Wii sr picetrones Paper, Asbestos......... bette betters rier erasers neneeseeccanaseeeeriees 
Casing Bonnets. ...5.5. 0c nngn i Paper, Corrugated Air Cell............ 
Cement, Dry Asbestos......... Paste, “TASCO” Dry. 
Cement, Asbestos Furnace..... Pipeless Furnace Gratings. ms 
Cement, Slaters or Roofers................. ees ak Pipe & Fittings, Tin............... 
Cement, ““TASCO” Elastic & Liquid... 34 Pipe & Fittings, Galvanized. 
Chain, Steel, Brass, Nickeled 13, Pokers, Furnace...................8. 
: Pulleys, Encased & Tackle................ sig 
Chain Plates. ies es 
Chimney Tops, Revolving. Sits be ge _ 3 ae a me PRS Me Pia, BP aN 
Clinker Hooks cs unches, Parker O. Xs. Metal. c.o0.c.c..cnccceseeensenecevecegteoe’ 
Cold Air Faces, Cast Iron... ion “ad Nay Sap idaaeges Punches 
Cold Air Faces, Steel..........ccccccc. unches, Plain OP dais Gua ona A toraetiees 
Cold Air Faces, ‘‘TASCO”’ Wood.. 
Cold Air Intakes, Symond........... SN aut Q 
Cold Air Pipe and Fittings........0..0.00...... BANA Rah ame eNa ean SES ° 
Ouadrants;) Parker Dampers). icgelsccieipec leieos co atuaaenes 37 
D 
Damper Clips Oe Pall Pieces, i. scecrcesceginds tangs neanes cannes 32 R 
Dampers, Check Draft, Reversible... eae 4 Register Borders, Cast 6 
Dampers, Heavy Cast Smoke Pipe... Vane Registers, Round Cast esate 7 
Dampers, Light Cast Smoke Pipe..... bearers Y Registers, Semi Steel Floor............0:cccccccccecteeseseesens 5-6 
Dampers, Yankee All Steel Hot Air... 32 Registers, Steel Mloah 3 isu canons 4-5 
try Pilony «3 € 00 Es NENG UE Same oe Solybiiaia lag espe me ee 8 
seeetees egisters, No. ater... a Bete 
Display Room for Furnaces peel Nos it5 9) te BS Moors ei cuisesscceaee 7 
Duplex Gratings for Pipeless Furnace.......................... 9 Registers, No. 340 H & C Convex Wall... cece 8 
E Registers, No. 350 H & C Convex Wall... 8 
Registers, Symonds Wall & Baseboard.................00... 11 
Hericased Screw Palle .c.. coc icsiscc cents. staonivnss wees ensneee 33 Registers, Symonds Baseboard............... 10-11 
Regulators, Furnace Damper........ eNienese ccen 33 
F Regulators, Parker Dial Damper....0...0.0.......0...0eees 37 
Faces, Hart & Cooley Steel.vii.....0. ce 6 Ss i 
Faces, ‘‘TASCO”’ Wood............ 16 
Faces, Tuttle & Bailey Cast: ces 6 Safety Chain, Steel, Brass, Nickeled ......0..00.0.0..0..08..33 
Fittings for Symonds Registers... 28 Screen, Galvanized Wire.....ccccccccccccccssscesesceee i 
BOE G SEUSOS oii seedy es cae sesetenatecces iene teas cousin iyblscsnreahiocneke 32 Sheet Metal Screws............... 
Furnacé Cement, “TASCO” or Pecora......... 0. c600: 34 Soot Destroyer, Carbonoid... i 
Furnace Regulators... 00st ren 33 Stove: Pipe Wire camara ncaa acai 
Furnace Repair Parts ‘‘TASCO’’... ee 
Furnaces, “‘TASCO” 200 series...... So , 
Furnaces, ‘‘TASCO”’ 300 series... nel 
Furnaces, “TASCO”’ Pipeless......0..0.0000 ccs 22 Gc torlS va catl i Cocig Ma RMR cr ravage eet he weaiioe PTO ga Reuse Te 
Furnaces, “TASCO” Heavy Duty... Ry 3) Tail Pieces for Dampers. 
Furnaces, ‘““TASCO”’ Room Heaters..................0 24 Tin Pipe de Rittings..uew seen co 
S Vv 
Galvanized Reber Gs ECCI acdsee AGG solu wv od oaee 30-31 ; ‘ 
Gratings for’ Pipeless Furnaces..............00...):cceees 9 i: plane pcot~ parse na SAC ne a as aA aah : 
Grilles, Hart & Cooley Steel................00.c 13-14-15 8 sche paar a oh aoe eam aN aet c 
Grilles, Tuttle & Bailey Cast... 
Grilles, “TASCO” Wood.......... Ww 
Ve be LCE: eA ea ABER RL RSIRMLe RL reaeleme eae Re De re aay CUO aun RE ary OR Wike Tinos Siang 
H Wire Screen, Galvanized... 
Wire Grilles...............0.000. 
Handles, Soldering Iron 8 File......00000. es 37 Wares COW Flee a, secs rnee ine hes 
Horan Stay Gutter Hangers & Punches..........0.....00..5... 36 Wood Cold Air Faces, ““TASCO” 
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